REGISTER OF 

CLASSIFICATION DECISIONS 


Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Director: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


03 November 1995 

Comptroller of Customs 

Not Applicable 

Masseuse 2 Reel 2 of 2 

Masseuse II, Masseuse 2 Hard 2 of 2 

Paul Thomas 

Paul Thomas 

Not Applicable 

Not Applicable 

Video Recording VHS/NTSC 

USA 

English 


Components of film originally examined: 


Feature: 

Masseuse 2 Reel 2 of 2 

Running time: 

18.02 

Trailers: 

Vivid Video Notice 

Blank Screen 

Running time: 

0.10 

0.10 



Total Running time: 

18.22 

Excision/Alter ation: 

No 




Reasons(s) for Excision: 

Not Applicable. 


... Please turn over 
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Classification Decision: 


Objectionable. 


Display conditions: 

Not Applicable. 


Descriptive Note: 

Not Applicable. 


Direction to issue a label has not been given. 


SUMMARY OF THE REASONS FOR DECISION: 

Upon examination of the video recording, it was found that the above publication is in 
fact a copy of the last 18 min 22 sec. that appears on the video recording entitled 
Masseuse II. The classification of Masseuse II therefore applies to this video 
recording. 
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